D4486-041 ACCESS PANEL ASSY (LH) 
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D4486-3 FWD ACCESS PANEL (LH) 
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12.12.13 


COMPLETE REDESIGN. MATERIAL WAS 0.032 THICK. 


AJS 
RELOCATION OF LATCH ASSY AT NEXT ASSEMBLY. 
COUNTERSUNK. MULITPLE DIMENSIONS CHANGED FOR 
ADDED -4, INSTALLATION HOLES ALL CHANGED TO 
PD1 


DATE 


ADDED -042 & -2 (RH CONFIGURATION) 


AJS 


BY 


NOTES: 


C 


AJS 


AJS 


AJS 


N/A 


B 


1) MATERIAL: N/A 
2) FINISH: N/A 
3) TOLERANCES: PER DART QSI 018 UNLESS OTHERWISE NOTED 
4) UNITS: INCHES UNLESS OTHERWISE NOTED 
5) BREAK SHARP EDGES: N/A 
6) IDENTIFICATION: N/A 


12.10.17 


7) WEIGHT: 


12.09.11 


A 
NEW ISSUE 
AJS 
12.03.01 


REV. 
DESCRIPTION 


ITEM 
QTY 
-041 
P/N 
DESCRIPTION 


X 
D4486-041 
ACCESS PANEL ASSY (LH) 


1 
1 
D4486-1 
ACCESS PANEL (LH) 
2 
18 
MS20426AD3-3 
RIVET, CSK 
3 
9 
MS21069L08 
NUTPLATE 


PRELIMINARY D1 


12.12.13 AJS 


1.77 


2.53 


2.59 


3.27 


6.41 


9.41 


2) FINISH: CHEMICAL CONVERSION COAT PER DART QSI 005 4.1 


lb 


AJS 
AJS 


PD1 


PD1 


s 


PER AMS 4025 OR AMS 4027 OR ASTM B209 


PD1 


PRIME TEMPO GREY (4.2.1.3.2) PER DART QSI 005 4.2 
3) TOLERANCES: PER DART QSI 018 UNLESS OTHERWISE NOTED 
4) UNITS: INCHES UNLESS OTHERWISE NOTED 
5) BREAK SHARP EDGES: 0.005 TO 0.010 MAX 
6) IDENTIFICATION: N/A 
s 
7) WEIGHT: 0.42 lb 
8) DELETED AT REVISION B 


7) WEIGHT: 0.22 
1) MATERIAL: 6061-T6/T62 ALUMINUM SHEET, 0.063 THICK 


PD1 


REF M6061T6S.063 


PD1 


NOTES: 


NOTES: 


1) MATERIAL: 6061-T6/T62 ALUMINUM SHEET, 0.063 THICK 
PER AMS 4025 OR AMS 4027 OR ASTM B209 
REF M6061T6S.063 
2) FINISH: CHEMICAL CONVERSION COAT PER DART QSI 005 4.1 
PRIME TEMPO GREY (4.2.1.3.2) PER DART QSI 005 4.2 
3) TOLERANCES: PER DART QSI 018 UNLESS OTHERWISE NOTED 
4) UNITS: INCHES UNLESS OTHERWISE NOTED 
5) BREAK SHARP EDGES: 0.005 TO 0.010 MAX 
6) IDENTIFICATION: N/A 
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D4486-1 ACCESS PANEL (LH) 


0.37 


6.96 


1.28 


1.700 


1.900 


1.900 


0.29 


7.46 


1.67 


3.19 


2.32 


5.68 


0.52 


1.72 


2.000 


0.73 
0.44 


4.31 


0.66 


5.500 


0.31 
5.031 


0.84 


(SUPPLEMENTAL VIEW) 


A5-2 
A 


6.19 


14.84 


1.16 


0.83 
4.31 


5.98 
0.75 


R0.25 
TYP 


2.85 


0.183 THRU 
CSK 
0.332 X 100 


6 PL 


(SCALE 2X) 


DETAIL A 


NUTPLATE HOLE DETAIL 9PL 
D5-2 


0.234 
0.177 


0.468 


0.098 THRU 


0.179 X 100 CSK 
2 PL 


D4486-3 FWD ACCESS PANEL (LH) 


0.38 


1.43 
6 PL 


2.95 


1.83 


1.08 


14.47 


0.69 


0.38 


0.41 


7.000 


5.750 


4.18 


0.183 THRU 
CSK 
0.332 X 100 


R0.25 
TYP 
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3) TOLERANCES: PER DART QSI 018 UNLESS OTHERWISE NOTED 


AJS 


4) UNITS: INCHES UNLESS OTHERWISE NOTED 
5) BREAK SHARP EDGES: N/A 
6) IDENTIFICATION: N/A 


PRELIMINARY D1 


AJS 


1) MATERIAL: N/A 
NOTES: 


2) FINISH: N/A 


7) WEIGHT: N/A 


ITEM 
QTY 
-042 
P/N 
DESCRIPTION 


X 
D4486-042 
ACCESS PANEL ASSY (RH) 


1 
1 
D4486-2 
ACCESS PANEL (RH) 
2 
18 
MS20426AD3-3 
RIVET, CSK 
3 
9 
MS21069L08 
NUTPLATE 
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9 PL 
3 


D4486-042 ACCESS PANEL ASSY (RH) 


1 


2 
2X 
9 PL 


0.37 


2.53 


1.77 


2.59 


3.27 


6.41 


9.41 


PD1 
PD1 


s 
PER AMS 4025 OR AMS 4027 OR ASTM B209 


6) IDENTIFICATION: N/A 
7) WEIGHT: 0.42 lb 


lb 


s 


1) MATERIAL: 6061-T6/T62 ALUMINUM SHEET, 0.063 THICK 


AJS 


5) BREAK SHARP EDGES: 0.005 TO 0.010 MAX 


PD1 


7) WEIGHT: 0.22 


REF M6061T6S.063 
AJS 


8) NOTE 8 NOT TO BE USED 


2) FINISH: CHEMICAL CONVERSION COAT PER DART QSI 005 4.1 
PRIME TEMPO GREY (4.2.1.3.2) PER DART QSI 005 4.2 
3) TOLERANCES: PER DART QSI 018 UNLESS OTHERWISE NOTED 
4) UNITS: INCHES UNLESS OTHERWISE NOTED 


NOTES: 


NOTES: 


1) MATERIAL: 6061-T6/T62 ALUMINUM SHEET, 0.063 THICK 
PER AMS 4025 OR AMS 4027 OR ASTM B209 
REF M6061T6S.063 
2) FINISH: CHEMICAL CONVERSION COAT PER DART QSI 005 4.1 
PRIME TEMPO GREY (4.2.1.3.2) PER DART QSI 005 4.2 
3) TOLERANCES: PER DART QSI 018 UNLESS OTHERWISE NOTED 
4) UNITS: INCHES UNLESS OTHERWISE NOTED 
5) BREAK SHARP EDGES: 0.005 TO 0.010 MAX 
6) IDENTIFICATION: N/A 
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PD1 


D4486-2 ACCESS PANEL (RH) 


PD1 


5.031 


6.96 


0.66 


6.19 


1.28 


1.700 


1.900 


1.900 


14.84 


0.29 


3.19 


1.67 


5.68 


2.32 


7.46 


0.725 


1.72 


2.000 


0.52 


0.84 
4.313 


5.500 


0.31 


0.183 THRU 
CSK 
0.332 X 100 


6 PL 


(SUPPLEMENTAL VIEW) 


PD1 


A4-4 
B 


0.75 


R0.25 
TYP 


0.83 
4.31 


2.85 


5.98 


1.16 


0.183 THRU 
CSK 
0.332 X 100 


6 PL 


(SCALE 2X) 


DETAIL B 


NUTPLATE HOLE DETAIL 9 PL 
D5-4 


0.468 


0.177 
0.234 


0.098 THRU 


0.179 X 100 CSK 
2 PL 


D4486-4 FWD ACCESS PANEL (RH) 


0.38 


0.332 X 100 


0.41 


0.38 
1.08 


7.00 


2.95 


14.47 


TYP 


5.750 


4.18 


1.83 


0.183 THRU 
CSK 
1.43 


R0.25 
TYP 


